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LD-1325F  Wood  engraving  machine 

6KWjxl^±$ft 

£ffi=  KW  5.5KW 

#$A= 

Spindle  motor:  6KW  air-cooled  spindle  (optional  Italy  HSD  spindle  motor) 

Table:  suction  pressure  vacuum  one  platform,  with  a 5.5KW  air-cooled  vacuum  pump 
The  control  system:  the  Weihong  system,  equipped  with  a wireless  controller 
Transmission:  XY  gear  rack  drive,  the  Z-axis  imported  screw  drive 
Rail:  Original  Silver  Fang  regulation 
Independent  double-headed 
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